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Mr. Harold L. Brownman 

Deputy Director for 

Management and Services 

Central Intelligence Agency 

Washington, DC 20505 -O 


Dear Mr. Brownman: ah 


This refers to your letter of March 7 in regard to Federal Property 
Management Regulations, Temporary Regulation D-43, concerning Federal 
employee parking. 


We are in the process of reviewing your submission and the information 
contained in your letter will be submitted to the Federal Energy Office 
along with GSA's recommendations. We will be in contact with you after 
further discussions are completed and final determinations are received 
from the FEO. 


Thank you for continuing support of this program. 


Sincerely, 


Dwight fofink ~~ 
Acting 


. | H TB4ES.. 
Approved For roles ansuuoecasonenanscaRaapsoonnh % 


